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=| brought this up as a final draft 
of the MOU. Political issues and charter- 
type information has been deleted so that it 
speaks only to the physical requirements. 


[ would like to discuss security 
matters and the type of office layout (in order 


to accommodate the requested personnel increase 
for the '81 budget). 


herp. tho) HTO¢ STO 


Approved For Releag pa Pees An AIRS RR4M0071 3R000200 12-1 


